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UNCLASSIFIED 

PAGE 01 KUWAIT 03684 241311Z 
ACTION NEA- 11 

INFO OCT-01 ISO-OO EB-08 /020 W 

039105 241851Z/43 

R 241234Z JUN 78 
FM AMEMBASSY KUWAIT 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1279 

UNCLAS KUWAIT 3684 

DEPT FOR NEA/ARP 

E.O. 1 1652: N/A 
TAGS: BEXP, KU 

SUB J : EQUIPMENT FOR KUWAIT'S HOSPITALS 
REF: USDOC 11435 


Message Text 


1 . SENIOR CONSULTANT ON HOSPITALS PROJECT CONFIRMED TENDER FOR 
EQUIPMENT FOR NEW HOSPITALS WAS RELEASED JUNE 18, WITH BIDS 
DUE IN 90 DAYS. SPECIFICATIONS DIVIDE EQUIPMENT INTO TWENTY 
THREE GROUPS, WITH PAYMENT FOR ANY ONE OR ALL OF GROUPS FOR 

20 KD OR APPROXIMATELY $73 PER GOUP. ONLY COMPANIES PRE- 
QUALIFIED EARLIER ARE ELIGIBLE TO BID. 

2. EMBASSY DOES NOT, REPEAT NOT, HAVE SPECIFICATIONS AVAILABLE 
FOR REVIEW BY INTERESTED COMPANIES. KUWAIT'S OFFICIAL GAZETTE, 
KUWAIT AL-YOUM, ON JUNE 18 ISSUED LIST OF 104 COMPANIES WHICH 
HAVE PREQUALIFIED. ALL THESE ARE LOCAL KUWAITI FIRMS, ACTING 
AS AGENTS FOR FOREIGN FIRMS. TO BID U.S. FIRMS MUST THEREFORE 
HAVE LOCAL AGENT IN KUWAIT AND SHOULD OBTAIN SPECIFICATIONS 
THROUGH THESE AGENTS. 

SUTHERLAND 
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